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MEMORANDUM FOR: 
SUBJECT: 


Chief, Financial Operations Division, OSA 
Construction, Edwards Air Force Base 


.p ^ nd specifications have been developed 
for rehabilitating hangar number 3- at Edwards Air- 
force Base for the U-2R . These plans and specifications 
lave been submitted to the Installations Engineer for 
con tract. The , estimated cost of this rehaSf 
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